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HISTORIC NAME: GRANADA/LIBERTY THEATRE 


DATE(S): 1928 a 


LOCATION: 315 N. E. 4th Avenue, Camas 98607 


} 


LOT/BLOCK #: Lot sss Bock 


DESCRIPTION: Theatre first opened in 1928 as the Granada, an opera house with 
The Liberty was the last theatre west 


Two Rnexs weemsswsemy «SBE and a pipe organ. 
) po sor 206 the Mississippi to have its sign, that hung across the street 


WASHOUGAL WA 96671 — j oved. 
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1962 Columbus Day storm it broke free of some of its supports 
had to be taken; down. 


SERS: George Stoller in —S>—---:1976 
Barry Tuttle 1976 = 1983 


